TUDOR HOTEL 

1111 Collins Avenue 
MIAMI BEACH, FLORIDA 

New — Modern — Superb Location — Luxuriously 
furnished — Every room with private bath and shower 
— Spacious Lobby — Card Room — Roof Solarium — 
Surf bathing from your room — 
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TUDOR HOTEL 

Half Block from Ocean 
MIAMI BEACH, FLORIDA 































